Call for Service Detail Report 

CFS Number: 413 
Incident Status: Closed 

Call Date: 02/04/2016 16:04:26 
Last Updated: 02/04/2016 23:55:50 


CFS Information 


Incident Type: Assault 
Priority: 4 
Agency: Police 
Taken By: Burdick, Chris 
Disposition: Arrest report required 
Closed Time: 02/04/2016 23:55:26 
Latitude: 47.7194540900000000 
Longitude: -122.2044154440000000 


Incident Status: Closed 
Call Type: Assault 
Problem: Non Emergency 
Jurisdiction: KIRPD 

Venue: Kirkland Police Department 
Beat: KI-7 

Police ORI: WA0170800 
Call Number: 413 


CFS Location 


Common Name: FAIRFAX HOSPITAL 


Location Name: 


Address: 10200 NE 132ND ST 

Apartment: 

City, State, Zip: KIRKLAND, WA 98034 


Location Type: Address 
Cross Street: 102ND LN NE / 103RD PL NE 


Caller Information 


Caller Name: 

Caller Role: Reporting party 


Phone: 

Call Source: 911 call 


Person Information 


Name 


Phone 


Role 

Reporting party 


Primary Caller 


Vehicle Information 


C all Tim esta mps _ 

Call Created: 02/04/2016 16:04:26 
1st Unit Dispatched: 02/04/2016 18:36:37 
1st Unit Enroute: 02/04/2016 17:00:31 
1st Unit Arrived: 02/04/2016 17:09:38 
Call Closed: 02/04/2016 23:55:26 


Elapsed Times _ 

Call Create to Dispatch: 02:32:11 
1st Dispatch to Enroute: -01:36:06 
1st Enroute to Arrived: 00:09:07 
Call Duration: 07:51:00 


Resources Assigned 


Unit 

4KZ 

Dispatch 

20:43:19 

Enroute 

17:00:31 

Staged 

Arrived 

17:09:38 

Cleared 

23:55:26 

At Patient 

Transport 

19:08:37 

At Hospital 

Depart Hospital 

4K31 

1K5 

18:36:37 

18:36:56 

18:36:37 

18:36:56 


18:40:28 

18:45:28 

18:55:27 

18:58:35 





4K7A 

22:32:44 




23:55:26 






Personnel Assigned 


Unit 

Name 

4K5 

Ness, John 

4K5 

Volpone, Edward 

4K7 

Gaud, Daniel 

4K7 

Zabala, Isaac John 

4K31 

McGuire, Debra 

4K7A 

Zabala, Isaac John 


















Timestamp 

02/04/2016 16:05 
02/04/2016 16:05 
02/04/2016 16:05 
02/04/2016 16:06 
02/04/2016 16:07 
02/04/2016 16:07 
02/04/2016 18:05 
02/04/2016 18:52 
02/04/2016 18:53 
02/04/2016 19:44 
02/04/2016 23:55 


User 

04 cburdick 
08 cburdick 
26 cburdick 
38 cburdick 
02 cburdick 
51 cburdick 
40 dgaud 
07 agrannls 
09 agrannls 


Comment 

RP IS EMPLOYEE - WAS PHYSICALLY ASSAULTED BY PT 30 MINUTES AGO 
NO INJURIES 

NO WEAPONS - NO HBD / VUSCA 
SUBJ 

SUBJ IS CURRENTLY RESTRAINED IN QUIET ROOM - NORTH WING 
RP CAN MEET RP AT THE FRONT DESK 


4k5 oic c4 

4k3l OIC C4 - POOR RADIO RECEPTIOJN INSIDE 


:02 bmarshaleck 4K7 AT SCORE 


:50 dgaud 


KPD 2A 




was arrested for Assault after he spat on the face of a staff at Fairfax hospital, 
modem. 


Call Logs 


Timestamp 

02/04/2016 16:04:26 
02/04/2016 16:04:26 
02/04/2016 16:04:32 
02/04/2016 16:04:32 
02/04/2016 16:04:32 
02/04/2016 16:04:34 
02/04/2016 16:05:04 
02/04/2016 16:05:08 
02/04/2016 16:05:26 
02/04/2016 16:05:30 
02/04/2016 16:05:30 
02/04/2016 16:05:31 
02/04/2016 16:05:31 
02/04/2016 16:06:38 
02/04/2016 16:07:02 
02/04/2016 16:07:19 
02/04/2016 16:07:28 
02/04/2016 16:07:28 
02/04/2016 16:07:51 
02/04/2016 16:22:54 
02/04/2016 17:00:20 
02/04/2016 17:00:20 
02/04/2016 17:00:31 
02/04/2016 17:09:38 
02/04/2016 17:31:09 
02/04/2016 18:05:40 
02/04/2016 18:36:37 
02/04/2016 18:36:56 
02/04/2016 18:40:28 
02/04/2016 18:45:28 
02/04/2016 18:52:07 
02/04/2016 18:52:18 
02/04/2016 18:52:18 
02/04/2016 18:53:09 
02/04/2016 18:55:27 
02/04/2016 18:58:35 
02/04/2016 19:08:37 
02/04/2016 19:44:02 
02/04/2016 19:44:05 
02/04/2016 20:29:36 
02/04/2016 20:30:19 
02/04/2016 20:43:19 
02/04/2016 22:32:44 
02/04/2016 22:33:06 
02/04/2016 23:55:25 
02/04/2016 23:55:26 
02/04/2016 23:55:26 
02/04/2016 23:55:26 
02/04/2016 23:55:26 
02/04/2016 23:55:50 


User 

cburdick 

dgaud 

cburdick 

cburdick 

system 

cburdick 

cburdick 

cburdick 

cburdick 

cburdick 

cburdick 

cburdick 

cburdick 

cburdick 

cburdick 

cburdick 

cburdick 

cburdick 

cburdick 

agrannls 

dgaud 

dgaud 

bmarshaleck 

bmarshaleck 

dgaud 

dgaud 

agrannls 

agrannls 

agrannls 

agrannls 

agrannls 

agrannls 

agrannls 

agrannls 

agrannls 

agrannls 

bmarshaleck 

bmarshaleck 

bmarshaleck 

bmarshaleck 

bmarshaleck 

bmarshaleck 

izabala 

bmarshaleck 

bmarshaleck 

bmarshaleck 

bmarshaleck 

bmarshaleck 

bmarshaleck 

dgaud 


Device 

NW-5608 

NW-5608 

NW-5608 

SR-VNWCADNET 

NW-5608 

NW-5608 

NW-5608 

NW-5608 

NW-5608 

NW-5608 

NW-5608 

NW-5608 

NW-5608 

NW-5608 

NW-5608 

NW-5608 

NW-5608 

NW-5608 

NW-5642 

SR-VNWCADNET 

SR-VNWCADNET 

NW-5601 

NW-5601 

SR-VNWCADNET 

SR-VNWCADNET 

NW-5642 

NW-5642 

NW-5642 

NW-5642 

NW-5642 

NW-5642 

NW-5642 

NW-5642 

NW-5642 

NW-5642 

NW-5642 

NW-5642 

NW-5642 

NW-5642 

NW-5642 

NW-5642 

SR-VNWCADNET 

NW-5642 

NW-5642 

NW-5642 

NW-5642 

NW-5642 

NW-5642 

SR-VNWCADNET 


Type 

Call Created 
Incident Created 
Location 
Address Verified 
Alerts Retrieval 
Alerts Accessed 
Narrative Added 
Narrative Added 
Narrative Added 
Call Type 
Call Type 
Call Updated 
Call Updated 
Narrative Added 
Narrative Added 
Person Added 
Person updated 
Call Updated 
Narrative Added 
Alerts Accessed 
Call Ready for Dispatch 
Unit Status Action 
Unit Status Action 
Unit Status Action 
Unit Status Action 
Narrative Added 
Unit Status Action 
Unit Status Action 
Unit Status Action 
Unit Status Action 
Narrative Added 
Unit Status Action 
Unit Status Action 
Narrative Added 
Unit Status Action 
Unit Status Action 
Unit Status Action 
Narrative Added 
Unit Status Action 
Unit Status Action 
Call Updated 
Unit Status Action 
Unit Status Action 
Unit Status Action 
Disposition Changed 
Unit Status Action 
Unit Status Action 
Disposition Changed 
Call Cleared 
Narrative Added 


Comments 

New call created. Call Type: <NEW CALL>, Location: <UNKNOWN> 

Added Incident Number, OR!: WA0170800, Number: 2016-00004770 

Call Location Changed from <UNKNOWN> to 10200 NE 132ND ST, KI (Fairfax Hospital) 

Call Location Changed from Unverified To Verified 

Alerts Were Successfully Gathered For Location At Address 10200 NE 132ND ST 
Viewed Alerts Tab 

RP IS EMPLOYEE - WAS PHYSICALLY ASSAULTED BY PT 30 MINUTES AGO 
NO INJURIES 

NO WEAPONS - NO HBD / VUSCA 

Police Call Type Changed From <NEW CALL> To CallType: Assault, Status: New, Priority: New 
Police Call Type Changed From Assault To CallType: Assault, Status: New, Phonty: New 
Police Call Status Changed From New To 4 
Police Pnonty changed from New To 4 
SUBJ 

SUBJ ISCURRENTLMtESTRAlNED IN QUIET ROOM - NORTH WING 

Name H|^^^^^m, Contact 
Name: 

P*w*T C naogrd ’o f <1 

RP CAN MEET RP AT THE FRONT DESK 

Viewed Alerts Tab 

Unit 4K7 Dispatched 
Unit 4K7 Enroute 
Unit 4K7 Arnved 


iviimLii^ivorzi 


ormed by Mobile Unit 4K7 

Unit 4K31 Enroute 
Unit 4K5 Enroute 
Unit 4K31 Amved 
Unit 4K5 Arnved 
4k5 oic c4 
Unit 4K31 Code 4 
Unit 4K5 Code 4 

4k31 OIC C4 - POOR RADIO RECEPTIOJN INSIDE 

Unit 4K31 Available for calls 

Unit 4K5 Available for calls 

Unit 4K7 Transport 

4K7 AT SCORE 

Unit 4K7 Jail 

Unit 4K7 Available for calls 

Nature Of Call Changed To SUSPEND 4K7 

Unit 4K7 Report writing 

Unit 4K7A Dispatched 

Unit 4K7A Report writing 

Added: AA Count 1 

Unit 4K7A Available for calls 

Unit 4K7 Available for calls 

Changed: AA Count 1 

Close Call 

. < 

• :• .v^: UKi jcii 

Performed by Mobile Unit 4K7 (Added to Cleared Call) 


Incident Numbers 


Incident 

2016-00004770 


Agency 

Kirkland Police Department 


ID 

WA0170800 


Call Type 

Assault 





